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BILL NO. G-83-03- 


■3f 




GENERAL ORDINANCE NO. G- 


AN ORDINANCE amending Chapter 7, 
of the Code of the City of Fort 
Wayne, Indiana of 1974. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 


FORT WAYNE, INDIANA: 


SECTION 1. That Section 7-192 of the Code of the City 


of Fort Wayne, Indiana of 1974, be amended in part as follows: 


SEC. 7-192. Inspection, equipment and licensing. 

Change from: the bottom of said sign 
to be at a height of five (5) feet 
above the level of the street or way; 

to: the bottom of said sign to be at a 

height between three (3) and five (5) 
feet above the level of the street 
or way. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 
AND LEGALITY 



!ity ^Attorney 









Read the fijfc 

seconded by _ 

by title and referred 


in full and on motion by_ 

and duly—adopted, re^d the second time 




to the Committee 


Plan Commission for recommendation)—and- 
due legal notice, at the CouhcTlChambers, City-CoufT 
Indiana, on_, the 


_ the City 

aring to be held/after 

Fort Wayne, 
day of 






CHARLES W. WESTERMAN - CITY CLERK 






Read the third^tim^ in full and on motion by_ 

seconded by_ & _, and duly adopted, placed on its 

passage. PASJ 


TOTAL VOTES 
BRADBURY 


(£ 

AYES 


r) by the following vote: 

NAYS ABSTAINED 


. EISBART 
GiaQUINTA 

SCHMIDT 

SCHOMBURG 

SCRUGGS 

STIER 


_ JL 






CHARLES W. WESTERMAN - CITY CLERK 
Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (.ZONING MAP) (GENERAL) —(ANWEXATICnT 
iCAgP.RQP-gXAT ION) ORDINANCE (RESOLUTION!. N0._ 

on the vs 


‘(^PECTALT 


_day of_ 


• '$)■ Z- 3 ' 


(SEAL) 

rmic 






CHARLES W. WESTERMAN - CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
the V d ay of , 19 , at the hour of 


y/JS d ay of 

// ; aa o’ clock 


M.,E.S.T. . 


Approved and signed by me this 
19_2^L_/ at the hour of__o'clock 


CHARLES W. WESTERMAN 
Mi _day of 


CITY CLERK 






WIN MOSES, JR. - 


MAYOR 















































































G-83-03-39 


REPORT OF THE COMMITTEE ON 


.REGULATIONS 


WE, YOUR COMMITTEE ON_ 


REGULATIONS 


TO WHOM WAS REFERRED AN 


ORDINANCE 


amending Chapter 7, of the Code of the City 'of' Fort Wayne, Indiana 



HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 
BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE_ &j> ' P ASS. 

JAMES S. STXER, CHAIRMAN 


JANET G. BRADBURY, VICE CHAIRMAN 


VICTURE L. SCRUGGS 


MARK E. GiaQUINTA 


ROY J. SCHOMBURG 



-CHARLES W. VvTSTERMAN, CITY CLERK 



























DIGEST SHEET 


6<?«36 


Admn. Appr.. 


TITLE OF ORDINANC E General Ordinance 
DEPARTMENT REQUESTING ORDINANC E Police, Law 

SYNOPSIS OF ORDINANCE_ An Ordinance amend ing Chapter 7, of the Code 

of the City of Fort Wayne, Indiana of 1974. 



EFFECT OF PASSAGE Better safety concerning ice cream trucks. 


EFFECT OF NON-PASSAGE More hazards concerning ice cream trucks. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS). 


ASSIGNED TO COMMITTEE (PRESIDENT). 

































